From: 

To: 

Sent: 

Subject: 


Microsoft Outlook 
james.b.turitz@state.ma.us 
Monday, March 07, 2011 2:17 PM 
Undeliverable: CV 


Delivery has failed to these recipients or distribution lists: 

iames.b.turitz@state.ma.us 

An error occurred while trying to deliver this message to the recipient's e-mail address. Microsoft Exchange will not try to 
redeliver this message for you. Please try resending this message, or provide the following diagnostic text to your system 
administrator. 

The following organization rejected your message: ESMTP. 


Sent by Microsoft Exchange Server 2007 


Diagnostic information for administrators: 

Generating server: ES-CHL-EHT-002.es.govt.state.ma.us 
iames.b.turitz@state.ma.us 

ESMTP #550 Mailbox unavailable or access denied - < iames.b.turitz@state.ma.us > ## 

Original message headers: 

Received: from ES-MSG-EMB-001.es.govt.state.ma.us ([170.63.167.53]) by 
es-chl-eht-002 ([170.63.167.32]) with mapi; Mon, 7 Mar 2011 14:16:59 -0500 
From: "Farak, Sonja (DPH)" < Sonja.Farak@MassMail.State.MA.US > 

To: "james.b.turitz@state.ma.us" < james.b.turitz@state.ma.us > 

Date: Mon, 7 Mar 2011 14:15:11 -0500 
Subject: CV 
Thread-Topic: CV 

Thread-Index: AQHL3Pw6VHJq++TsDEWYbs+uyllaVw= 

Message-ID: < AF033F0E1F827A4E9168 8 0B7A7E0C51D1ABD16A0A8 0ES-MSG-EMB- 
001.es.govt.state.ma.us > 

Accept-Language: en-US 
Content-Language: en-US 
X-MS-Has-Attach: yes 
X-MS-TNEF-Correlator: 
acceptlanguage: en-US 
Content-Type: multipart/mixed; 

boundary="_004_AF033F0ElF827A4E916880B7A7E0C51DlABD16A0A8ESMSGEMB001es 
MIME-Version: 1.0 
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